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Exhibit No. 60-2 to Contract HF-CT-69, 


(Amendment No. 2 to Production List No. 60-2 
Date 8 October 1959 


: Page 1 of 2 pages 
From: Eastman Kodak Company 


To: 
STATINTL 


Item No. Part No. Nomenclature Quantity Unit Price Total Price 
it XD-11-196-110 Spring 20 1.29 25.80 
2 XD-11-196-514 Powerstat yy 10.91 43,64 
3 XD~11~196-722 Thermoswitch 3 . WYO 134.73 
4 XD-11-196-812 Capacitor 4 <92 3.68 
5 XD-11-199-41 Bearing 5 6.04 30.20 
6 XD~11-199-57 Filter 50 65 32.50 
7 XD-11-206-156 Roll 25 971% 227.75 
8 XD-11-206-293 Roll 4 90.18 360.72 
9 XD-11-206-69 Bearing 20 1.72 34.40 © 
10 XD~12-38-59 Pump 2 132.53 265.06 
11 XD-12-65-200 - Block, Bearing 10 6.36 63.60 
12 XD-12-65-212 Bearing 100 1.10 110.00 
13 


XD-12-66-318 Blade 200 .05 10.00 
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Item No. Part No, Nomenclature quantity Unit Price Total Price 

14 XD-012-66-8 Rack 8 141.63 155404 

15 XD-12-66-97 Spring 20 1.29 25.80 

16 XD~506 Ratosight 8 79.56 636.48 

17 XD-507 Filter 4OO 1.27 508.00 

18 XD-9-399A Bearing 600 8.09 4854.00 

19 Packing and Shipping | 83.50 
Total §10782.90 


Delivery to be made in February 1960 


Prices are fair and reasonable and this Contractor warrants prices conform to 

Exhipit is hereby approved. the price formula in effect on date « 
this Exhibit, and are firm prices for 
this Exhibit. 


19,732.90 


Signed Signed 


STATINTL 
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